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May 20, 1904 968 

Reports of daily inspection at Laredo. 

Passed Assistant Surgeon Richardson telegraphs the following: 

May 10, 1904. 
Inspected to-day 1,372 premises and treated 458 water containers. 
Six sick investigated. 

Mat 12, 1904. 
Inspected to-day 1,410 premises and treated 449 water containers. 
One sick investigated. 

May 13, 1904. 
Inspected to-day 1,333 premises and oiled 376 water containers. 
Five sick investigated. 

May 14, 1904. 
Inspected to-day 1,297 premises and oiled 396 water containers. 
One sick investigated. 

May 15, 1904. 
Inspected to-day 1,254 premises and oiled 434 water containers. 
Three sick investigated. 

Summary for week ended May 14- 

May 16, 1904. 
During week ended May 14 fumigated Laredo, 71 houses, containing 
170 rooms; inspected to-day 1,315 premises, and oiled 508 water con- 
tainers. Sauvignet leaves for Rio Grande City to-morrow. 

May 17, 1904. 
Inspected to-day 1,294 premises and treated 558 water containers. 
Four sick investigated. 

May 18, 1904. 
Inspected to-day 1,066 premises and oiled 415 water containers. 
Seven sick investigated. 

INSPECTION SERVICE, MEXICAN BOEDER. 

Inspection at JVogales, Ariz. 

Acting Assistant Surgeon Gustetter reports as follows, week ended 
May 7, 1904: Passengers inspected, 173; immigrants inspected, 38; 1 
immigrant rejected. 

Inspection at M- Paso, Tex. 

Acting Assistant Surgeon Alexander reports as follows, week ended 
May 7, 1904: Mexican Central passengers inspected, 60; inspected 
certificates of death of 2 corpses; disinfection soiled linen imported 
for laundry, 356 pieces. 



